WAY  OF  THE  CROSS 

The  outdoor  Way  of  the  Cross,  at  the  National 
Shrine  of  Our  Lady  of  the  Snows  in  Belleville,  III., 
is  accessible  either  by  walking  or  by  automobile. 
This  the  10th  Station  depicts  Christ,  in  near  life- 
size  figures,  being  stripped  of  His  garments. 
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